ITEK CORPORATION - 10 MAGUIRE ROAD 
LEXINGTON, MASSACHUSETTS 02173 - TEL. 276-2000 


August 16, 1974 


Mr. Edgar F. Tatro 
51 Edgemont Bead 
Braintree, Mass. 02184 

Dear Mr. Tatro; 


to your letter. I am not qualified to analyze 
°n the material you sent me except to say that I 
personally disagree with many of the statements made about Itek.^ 

nit ^ technical service to answer specific questions 

S «, “« »or will „e now, 

about the film we examined or about any other films. Above all we did 

not >mdort.ko the ntudl.o to pronto or toll out ptiduotrotl^ivILf Ld 
for the record, I did try to call Mr. Marcs hr../ services and, 

s?I!dv'’resn^f ^ Course, that we had no control over how our 

results were reported by the press - although they did accurately 

lnSlL°so • We have also had no control over how others, 

reSus?® mention in your letter, interpreted our 

photographic Imagery and has questions about any 
photographic evidence, including film relating to this tragedy, there are 

SnablllMprT^®® Ta*"!! P^°‘=°8’'^Phic analysis and interpretation 

wS LciuLiLk! O'* This 


Very/£^ruly youpts, / 


/Jloward y. Hall 
^ Director of Public Relations 



